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All units in metric m2 unless otherwise noted 

Proposed Parking Statistics 

Visitor Non- 
Resident Archive Parking Compliant 
Parking Stalls Parking Stalls Stalls 



Zoning R (f4.5, d2.0) H14 



Site Area 

Lot Coverage Ratio 
Density 
Average Grade 
First Floor Grade 
Loading 

Building heights 
Tower 
Archive 



2,813.6 

0.53 GCA/Lot Area 
4.76 Excludes Gallery 

92.77m 
92.77m 

1 - Type 'G' Loading Space 
1 - Type 'C' Loading Space 

45.65 m 
14.00 m 



Ground Floor 
Parking Level -1 
Parking Level -2 
Parking Level -3 



Total 



7 
37 
31 



75 



0 
0 
0 



16 

0 
0 



0 
0 
0 



0 16 0 

Total Proposed Parking 



Total 



23 
37 
31 
0 



91 



91 



Proposed Amenity Space 



Interior Amenity Space 
Exterior Amenity Space 



368 rrT 
381 m 2 



Proposed Bicycle Parking 



Resident 

Resident Bicycle Visitor Bicycle 
Lockers Parking Parking 



Ground Floor 
Parking Level -1 
Parking Level -2 
Parking Level -3 



58 
67 
44 



81 



Total 81 169 

Total Proposed Bicycle Parking 
Total Bicycle Parking+Lockers 



42 (24 At Grade) 



42 



211 



250 



Required Parking 



(Zoning By-law 438-86) 

1 bdrm (0.5x) 
2bdrm (0.75x) 
3 bdrm (1.2x) 



(By-Law 569-2013) 
50.0 1 bdrm (0.5x) 50.0 
48.0 2bdrm(0.8x) 51.2 
24.0 3 bdrm (1.0x) 20.0 



Total Resident Parking 
Visitor Parking (0.06x) 

Total Required Parking 



122 
11 



133 



Required Amenity Space 



Interior Amenity Space 
Exterior Amenity Space 



368 rrf 
368 m 2 



121 
11 



132 



Required Bicycle Parking 



Toronto Green Standard 



(Zoning Bylaw 569-2013) ( Zonin 9 B Y- Iaw 438 - 86 > 



Resident (90%) 
Visitor (10%) 



166 
18 



0.75/ Unit @ 80% 110 
0.75/ Unit @ 20% 27.6 



Required Bicycle Parking 



184 



138 



1. Copyright of this drawing is reserved by the Architect. The drawing and all associated documents are an 
instrument of service by the Architect. The drawing and the information contained therein may not be reproduced in 
whole or in part without prior written permission of the Architect. 

2. These Contract Documents are the property of the Architect. The Architect bears no responsibility for the 
interpretation of these documents by the Contractor. Upon written application, the Architect will provide written/ 
graphic clarification or supplementary information regarding the intent of the Contract Documents. The Architect 
will review Shop Drawings submitted by the Contractor for design conformance only. 

3. Drawings are not to be scaled for construction. The Contractor is to verify all existing conditions and dimensions 
required to perform the work and report any discrepancies with the Contract Documents to the Architect before 
commencing any work. 

4. Positions of exposed finished mechanical or electrical devices, fittings, and fixtures are indicated on architectural 
drawings. The locations shown on the architectural drawings govern over the Mechanical and Electrical drawings. 
Those items not clearly located will be located as directed by the Architect. 

5. These drawings are not to be used for constuction unless noted below as "Issuance: For Construction" 

6. All work is to be carried out in conformance with the Code and Bylaws of the authorities having jurisdiction. 

7. The Architect of these plans and specifications gives no warranty or representation to any party about the 
constructability of the building(s) represented by them. All contractors or subcontractors must satisfy themselves 
when bidding and at all times ensure that they can properly construct the work represented by these plans. 

© architectsAlliance, 2005 



NO 



ISSUANCE 



DATE 



#1 Rezoning Submission 



XX/06/2014 



Area calculation (m ) 



Floor to 
Level Floor height 



No of Condo GCA I 
Floors Floor 



Mechanical* I 
Elevator Shafts 



Loading 



Parking 
Ramp 



Interior 
Amenity 



Exterior 
Amenity 



Stairwells 



Res. GFA 

Residential (Condo) Bylaw 
GFA (Condo) 2013 



Archive Calculations 



Floor to Floor 
Level height 



Gallery 

GCA I Mechanical 
Floor Deduction* 



Gallery GFA 



GCA Total 



GCA Total 



Residential Unit Count 

2 Bedroom 3 Bedroom / 3 
1 Bedroom 1 Bedroom+D 1 2 BD + D BD + D 



Sub-total 



General Notes: 



First Floor Grade 92. 77 



Bylaw 569/2013 Bylaw 438-86 Bylaw 569/2013 



First Floor Grade 91.65 



Parking Level -3 
Parking Level -2 
Parking Level -1 
Ground Level 1 
Mezz (TH Upper) 
Level 2 
Level 3 
Level 4 
Levels 5-10 

Level 11 

Level 12 
Condo Levels 13-14 
Mechanical PH 



Total 

(Above Grade) 
Building Height 
(Not Incl. MPH) 



3.00 
3.00 
5.28 
2.95 

2.75 
2.95 
2.95 
2.95 
2.95 
3.25 
3.25 
3.25 
5.00 



1 
1 
1 
1 
1 
1 
1 
1 
6 
1 
1 
2 
1 



1,835.5 
1,835.5 
1,835.5 

991.3 

605.6 
1,126.2 
1,126.2 
1,126.2 
6,757.2 
1,126.2 

769.3 
1,482.4 

465.8 



1,835.5 
1,835.5 
1,835.5 
56.5 

41.0 
63.8 
63.8 
63.8 
383.1 
63.8 
49.6 
156.2 
465.8 



192.2 



222.1 



156.1 
212.1 



380.5 



21.4 
21.4 
21.4 
21.4 
21.4 
128.4 
21.4 
21.4 
21.4 



0.0 
0.0 
0.0 
364.4 
352.5 
1,062.4 
1,062.4 
1,062.4 
6,374.1 
1,062.4 
719.7 
1 ,326.2 
0.0 



45.65 M 



15 



15,576.4 



1,407.5 



192.2 



222.1 



0.0 
0.0 
0.0 
343.0 
331.1 
1,041.0 
1,041.0 
1,041.0 
6,245.7 
1,041.0 
698.3 
1,304.8 
0.0 



368.2 380.5 299.6 13,386.3 13,086.7 

with Gallery: 14,934.8 14,635.2 



Level -1 
Ground 

Level 2 
Level 3 



3.55 
4.65 

3.55 
5.80 



770.0 
499.0 
0.0 
557.0 
557.0 



30.8 
20.0 
0.0 
22.3 
22.3 



0.0 
479.0 

0.0 
534.7 
534.7 



2,383.0 



64.5 



1548.5 



14.0 M 



1,835.5 
1,835.5 
2,605.5 
1,490.3 

605.6 
1,683.2 
1,683.2 
1,126.2 
6,757.2 
1,126.2 

769.3 
1,482.4 

465.8 



17,189.4 



2 
2 
2 
12 
2 



20 



8 
8 
8 
48 
8 



80 



6 
6 
6 
36 
6 
1 
2 



64 



6 
12 



20 



3 

0 
16 
16 
16 
96 
16 

7 
14 



184 



*For Typical Unit Floor Mech. Deduction = 4% 



AV. Size (M2) 



96.7 



50.0 



78.7 



68.6 



67.0 



Project Statistics 



Site Area inclusive of the east-west lane currently owned by the City of Toronto, being a portion of PIN 21 207-01 41 (LT) 



1 BD/ 1BD+D 
TH/ 2BD 
3BD 



54.3% 
34.8% 
10.9% 





City Planning Division 



Toronto Green Standard Version 2.0 

Statistics Template 

For New Mid to High-Rise Residential and All Non-Residential Development 



The Toronto Green Standard StatisticsTemplate is submitted with Site Plan Control Applications and stand alone Zoning Bylaw Amendment applications. 
Complete the table and copy it directly onto the Site Plan submitted as part of the application. Complete General Project Description and Section 1 for 
Zoning Bylaw Amendment applications. Complete General Project Description, Section 1 and Section 2 for Site Plan Control applications. Refer to the 
full Toronto Green Standard for Mid to High-Rise Residential and All Non-Residential Development for the complete set of standards and detailed 
specifications: ( www.toronto.ca/greendevelopment ) 



Toronto Green Standard Statistics 



General Project Description 



Total Gross Floor Area 



Breakdown of project components: 
Residential 



Retail 



Commercial 



Industrial 



Institutional/other 



Total number residential units (residential only) 



Proposed 



14,934.8 m2 



13,386.3 m2 



1,548.5 m2 



184 



Section 1: For Stand Alone Zoning Bylaw Amendment Applications and Site Plan Control Applications 



Automobile Infrastructure 



Number of parking spaces 



Number of parking spaces with physical provision for future EV charging (residential) 



Number of parking spaces dedicated for priority parking (institutional/commercial) 



Cycling Infrastructure 



Number of long-term bicycle parking spaces (residential) 



Number of long-term bicycle parking spaces (all other uses) 



Number of long-term bicycle parking (residential and all other uses) located on: 



a) first storey of building 



b) second storey of building 



c) first level below-ground (also indicate % of net area of level occupied by bicycle parking) 



d) second level below-ground (also indicate % of net area of level occupied by bicycle parking) 



e) other levels below-ground (also indicate % of net area of level occupied by bicycle parking) 



Number of short-term bicycle parking spaces (residential only) 



Number of short-term bicycle parking spaces (all other uses) 



Number of short-term bicycle parking spaces (residential and all other uses) at-grade or on first level below grade 



Number of male shower and change facilities (non-residential only) 



Number of female shower and change facilities (non-residential only) 



Storage and Collection of Recycling and Organic Waste 



Waste storage room area (residential only) (m ) 



Required 



78 



Required 



166 



N/A 



N/A 



N/A 



N/A 



N/A 



0 



Required 



56.46 



Proposed 



91 



Proposed 



169 



58 



56 



44 



12 



24 



0 



Proposed 



64.25 



% 



% 



% 



Section 2: For Site Plan Control Applications 



Urban Heat Island Reduction: At Grade 



Total non-roof hardscape area (m 2 ) 



Total non-roof hardscape area treated for Urban Heat Island (minimum 50%) (m ) and (%) 



Percentage of non-roof hardscape treated with: 



a) high-albedo surface material 



Required 



Proposed 



b) open-grid pavement 



c) shade from tree canopy 



d) shade from structures covered by solar panels 



Number of surface car parking spaces 



Percentage of parking spaces under cover (non-residential only) 



Urban Heat Island Reduction: Roof 



Available Roof Space (m ) 



Available Roof Space provided as Green Roof (m 2 ) and (%) 



Available Roof Space provided as Cool Roof (m 2 ) and (%) 



Water Efficiency 



Total landscaped site area (m 2 ) 



Landscaped site area planted with drought-tolerant plants (minimum 50%) (m 2 ) and (%) 



Urban Forest : Increase Tree Canopy 



Total site area (m 2 ) 



Total number of trees planted (site area x 40% 66) 



Number of surface parking spaces 



Number of interior shade trees in surface parking area (minimum 1 tree for 5 parking spaces) 



Natural Heritage: Site 



Total number of species planted 



Total number of native species planted and % of total species planted (minimum 50%) 



Bird Friendly Glazing 



Total area of glazing of all elevations within 1 2m above grade (including glass balcony railings) 



Total area of treated glazing (m2 and % of total area of glazing within 12m above grade) 



Percentage of glazing treated with: (minimum 85%) 



a) Low reflectance opaque materials 



b) Visual markers 



c) Shading 



Storage and Collection of Recycling and Organic Waste 



Waste storage area for bulky items and other (residential only) 



Required 



Required 



Required 



Required 



Required 



Proposed 



Proposed 



Proposed 



Proposed 



Proposed 



% 



% 



% 



% 



% 



% 
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Project Statistics & Context Plan 



1:0.54, 1:1000, 1:1 



scale 
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PART 2 : 



Description Of Land 

Part Of Park Lot 1 3, Concession 1 From The Bay, Being All Of 
PIN 21207-0031(LT), PIN 21207-0136(LT), PIN 21207-0137LT), 
PIN 21207-0138(LT) , PIN 21207-0142 and PIN 21207-0143(LT) 



Registered Easements 
And Rights Of Ways 

Together With Right Of Way Over Adjacent Lands Illustrated 
"Used As Lane" On Face Of Plan. 



Comments 
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SURVEYOR'S REAL PROPERTY REPORT 
PART 1 




PLAN OF SURVEY AND TOPOGRAPHY 



PART OF PARK LOT 13 
CONCESSION 1 FROM THE BAY 



CITY OF TORONTO 

SCALE 1 : 150 
0m 5m 



I.M. PASTUSHAK LIMITED 
2013. 




INTEGRATION DATA 



SPECIFIED CONTROL POINTS (SCP'S) 

COORDINATES TO URBAN ACCURACY PER SEC. 14(2} OF O.REG. Z16V10 
COORDINATE SCHEDULE 



° MTM NAD27 (1974 ADJUSTMENT) 



3° MTM (CSRS) NAD83 



DESCRIPTION 



BA-1157(Set CA) 



BA-1157(Set SSIB) 



NAD 83 (CSRS) COORDINATES ARE DERIVED FROM NAD 27 USING MINISTRY OF NATURAL RESOURCES 
CANADA NTv2 TRANSFORMATION MATRIX AND CITY OF TORONTO GRID SHIFT FILE TO27CSv1 .gsb 



BEARING NOTE 

BEARINGS SHOWN HEREON ARE GRID BEARINGS AND ARE REFERRED TO THE WESTERLY 
LIMIT OF McCAUL STREET, AS SHOWN ON PLAN BA-11 57, HAVING A BEARING OF 
N16°54'30"W AND ARE REFERRED TO THE CENTRAL MERIDIAN 79°30' WEST LONGITUDE 
3° MTM ZONE 10, NAD 27 (1974 ADJUSTMENT) 



DISTANCE NOTE 

DISTANCES SHOWN ON THIS PLAN ARE GROUND LEVEL DISTANCES, TO CONVERT TO 
GRID DISTANCE MULTIPLY BY COMBINED SCALE FACTOR 0.999886 



BENCH MARK 

ELEVATIONS SHOWN ARE GEODETIC AND ARE REFERRED TO 
CITY OF TORONTO BENCH MARK No 540, ELEVATION = 93.982 
SE COR GRANGE RD AND JOHN ST BM ON 2 STY BRICK BLDG 
0.43M S FROM NW COR 0.47M ABOVE GRADE 



NOTES 

^ DENOTES SURVEY MONUMENT SET 

■ DENOTES SURVEY MONUMENT FOUND 

SIB DENOTES STANDARD IRON BAR 

SSIB DENOTES STANDARD SHORT IRON BAR 

IB DENOTES [RON BAR 

Meas DENOTES MEASURE 

CC DENOTES CUT CROSS 

Wit DENOTES WITNESS 

PK DENOTES PK NAIL WITH OLS WASHER 

CA DENOTES CUT ARROW 

Nl DENOTES NOT IDENTIFIED 

BA DENOTES BOUNDARY ACT PLAN 1157 

D1 DENOTES INST. CA 779430 

D2 DENOTES INST. CA 779431 

D3 DENOTES INST. CA 779428 

D4 DENOTES INST CA 110168 

PL DENOTES PLAN 66R-14325 

P1 DENOTES PLAN63R-2197 

CTS DENOTES CITY OF TORONTO SURVEYORS DATE AUGUST 15, 1973 

CITY DENOTES CITY OF TORONTO SURVEY DEPARTMENT 

SVN DENOTES SPEIGHT & VAN NOSTRAND LIMITED DATED NOVEMBER 20, 19- 

PPD DENOTES PARKING PERMIT DISPENSCR 

CP DENOTES CONCRETE PAD 

MH DENOTES MANHOLE 

CB DENOTES CATCH BASIN 

FH DENOTES FIRE HYDRANT 

FHV DENOTES FIRE HYDRANT VALVE 

MS DENOTES METAL SIGN 

BS DENOTES BUS STOP 

CP DENOTES CONCRETE PAD 

UP DENOTES UTILITY POLE 

MB DENOTES METAL BOX 

MW DENOTES MONITOR WELL 

BO DENOTES BOLLARD 

BR DENOTES BIKE RACK 

GM DENOTES GAS METER 

CO DENOTES CLEANOUT 

AD DENOTES AREA DRAIN 

HM DENOTES HYDRO MAST 

MBO DENOTES MESSAGE BOARD 

WV DENOTES WATER VALVE 

VC DENOTES VALVE CHAMBER 

CL DENOTES CONCRETE LANDING 

CS DENOTES CURB STOP 

CS DENOTES CHAIN LINK FENCE 

ELEVATIONS ON CURB TAKEN AT GUTTER UNLESS NOTED OTHERWISE 



THIS REPORT WAS PREPARED FOR 
DELNOVA DEVELOPMENTS LIMITED. 



SURVEYOR'S CERTIFICATE 

I CERTIFY THAT: 

1) THIS SURVEY AND PLAN ARE CORRECT AND IN ACCORDANCE 

WITH THE SURVEYS ACT, THE SURVEYORS ACT AND THE 
LAND TITLES ACT AND THE REGULATIONS MADE UNDER THEM 

2) THE SURVEY WAS 

COMPLETED ON THE DISC OF , 2013. May 



DATE : May 9, 2013 



P HOFMANN 
Ontario Land Surveyor 



ASSOCIATION OF ONTARIO 
LAND SURVEYORS 

PLAN SUBMISSION FORM 

1852544 

THIS PLAN IS NOT VALID 
UNLESS IT IS AN EMBOSSED 

ORIGINAL COPY 
ISSUED BYTHE SURVEYOR 



ion 1026, Section 2 




I.M. PASTUSHAK 

A wholly owned subsidiary of J.D. Barnes Limited 
I Inuii ii' Lund Sun cyors 

DUFFERIN STREET, ENTRANCE "G", DOWNSVIEW, ON M3H 5S8 
T: (416) 661-1463 F: (416) 661-1249 www.jdbarnes.com 
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1. Copyright of this drawing is reserved by the Architect. The drawing and all associated documents are an 
instrument of service by the Architect. The drawing and the information contained therein may not be reproduced in 
whole or in part without prior written permission of the Architect. 

2. These Contract Documents are the property of the Architect. The Architect bears no responsibility for the 
interpretation of these documents by the Contractor. Upon written application, the Architect will provide written/ 
graphic clarification or supplementary information regarding the intent of the Contract Documents. The Architect 
will review Shop Drawings submitted by the Contractor for design conformance only. 

3. Drawings are not to be scaled for construction. The Contractor is to verify all existing conditions and dimensions 
required to perform the work and report any discrepancies with the Contract Documents to the Architect before 
commencing any work. 

4. Positions of exposed finished mechanical or electrical devices, fittings, and fixtures are indicated on architectural 
drawings. The locations shown on the architectural drawings govern over the Mechanical and Electrical drawings. 
Those items not clearly located will be located as directed by the Architect. 

5. These drawings are not to be used for constuction unless noted below as "Issuance: For Construction" 

6. All work is to be carried out in conformance with the Code and Bylaws of the authorities having jurisdiction. 

7. The Architect of these plans and specifications gives no warranty or representation to any party about the 
constructability of the building(s) represented by them. All contractors or subcontractors must satisfy themselves 
when bidding and at all times ensure that they can properly construct the work represented by these plans. 

© architectsAlliance, 2005 
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.. Copyright of this drawing is reserved by the Architect. The drawing and all associated documents are an 
instrument of service by the Architect. The drawing and the information contained therein may not be reproduced in 
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interpretation of these documents by the Contractor. Upon written application, the Architect will provide written/ 
graphic clarification or supplementary information regarding the intent of the Contract Documents. The Architect 
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required to perform the work and report any discrepancies with the Contract Documents to the Architect before 
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Those items not clearly located will be located as directed by the Architect. 
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6. All work is to be carried out in conformance with the Code and Bylaws of the authorities having jurisdiction. 

7. The Architect of these plans and specifications gives no warranty or representation to any party about the 
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drawings. The locations shown on the architectural drawings govern over the Mechanical and Electrical drawings. 
Those items not clearly located will be located as directed by the Architect. 

5. These drawings are not to be used for constuction unless noted below as "Issuance: For Construction" 
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7. The Architect of these plans and specifications gives no warranty or representation to any party about the 
constructability of the building(s) represented by them. All contractors or subcontractors must satisfy themselves 
when bidding and at all times ensure that they can properly construct the work represented by these plans. 
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1. Copyright of this drawing is reserved by the Architect. The drawing and all associated documents are an 
instrument of service by the Architect. The drawing and the information contained therein may not be reproduced in 
whole or in part without prior written permission of the Architect. 

2. These Contract Documents are the property of the Architect. The Architect bears no responsibility for the 
interpretation of these documents by the Contractor. Upon written application, the Architect will provide written/ 
graphic clarification or supplementary information regarding the intent of the Contract Documents. The Architect 
will review Shop Drawings submitted by the Contractor for design conformance only. 

3. Drawings are not to be scaled for construction. The Contractor is to verify all existing conditions and dimensions 
required to perform the work and report any discrepancies with the Contract Documents to the Architect before 
commencing any work. 

4. Positions of exposed finished mechanical or electrical devices, fittings, and fixtures are indicated on architectural 
drawings. The locations shown on the architectural drawings govern over the Mechanical and Electrical drawings. 
Those items not clearly located will be located as directed by the Architect. 

5. These drawings are not to be used for constuction unless noted below as "Issuance: For Construction" 

6. All work is to be carried out in conformance with the Code and Bylaws of the authorities having jurisdiction. 

7. The Architect of these plans and specifications gives no warranty or representation to any party about the 
constructability of the building(s) represented by them. All contractors or subcontractors must satisfy themselves 
when bidding and at all times ensure that they can properly construct the work represented by these plans. 
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1. Copyright of this drawing is reserved by the Architect. The drawing and all associated documents are an 
instrument of service by the Architect. The drawing and the information contained therein may not be reproduced in 
whole or in part without prior written permission of the Architect. 

2. These Contract Documents are the property of the Architect. The Architect bears no responsibility for the 
interpretation of these documents by the Contractor. Upon written application, the Architect will provide written/ 
graphic clarification or supplementary information regarding the intent of the Contract Documents. The Architect 
will review Shop Drawings submitted by the Contractor for design conformance only. 

3. Drawings are not to be scaled for construction. The Contractor is to verify all existing conditions and dimensions 
required to perform the work and report any discrepancies with the Contract Documents to the Architect before 
commencing any work. 

4. Positions of exposed finished mechanical or electrical devices, fittings, and fixtures are indicated on architectural 
drawings. The locations shown on the architectural drawings govern over the Mechanical and Electrical drawings. 
Those items not clearly located will be located as directed by the Architect. 

5. These drawings are not to be used for constuction unless noted below as "Issuance: For Construction" 

6. All work is to be carried out in conformance with the Code and Bylaws of the authorities having jurisdiction. 

7. The Architect of these plans and specifications gives no warranty or representation to any party about the 
constructability of the building(s) represented by them. All contractors or subcontractors must satisfy themselves 
when bidding and at all times ensure that they can properly construct the work represented by these plans. 
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1. Copyright of this drawing is reserved by the Architect. The drawing and all associated documents are an 
instrument of service by the Architect. The drawing and the information contained therein may not be reproduced in 
whole or in part without prior written permission of the Architect. 

2. These Contract Documents are the property of the Architect. The Architect bears no responsibility for the 
interpretation of these documents by the Contractor. Upon written application, the Architect will provide written/ 
graphic clarification or supplementary information regarding the intent of the Contract Documents. The Architect 
will review Shop Drawings submitted by the Contractor for design conformance only. 

3. Drawings are not to be scaled for construction. The Contractor is to verify all existing conditions and dimensions 
required to perform the work and report any discrepancies with the Contract Documents to the Architect before 
commencing any work. 

4. Positions of exposed finished mechanical or electrical devices, fittings, and fixtures are indicated on architectural 
drawings. The locations shown on the architectural drawings govern over the Mechanical and Electrical drawings. 
Those items not clearly located will be located as directed by the Architect. 

5. These drawings are not to be used for constuction unless noted below as "Issuance: For Construction" 

6. All work is to be carried out in conformance with the Code and Bylaws of the authorities having jurisdiction. 

7. The Architect of these plans and specifications gives no warranty or representation to any party about the 
constructability of the building(s) represented by them. All contractors or subcontractors must satisfy themselves 
when bidding and at all times ensure that they can properly construct the work represented by these plans. 
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1. Copyright of this drawing is reserved by the Architect. The drawing and all associated documents are an 
instrument of service by the Architect. The drawing and the information contained therein may not be reproduced in 
whole or in part without prior written permission of the Architect. 

2. These Contract Documents are the property of the Architect. The Architect bears no responsibility for the 
interpretation of these documents by the Contractor. Upon written application, the Architect will provide written/ 
graphic clarification or supplementary information regarding the intent of the Contract Documents. The Architect 
will review Shop Drawings submitted by the Contractor for design conformance only. 

3. Drawings are not to be scaled for construction. The Contractor is to verify all existing conditions and dimensions 
required to perform the work and report any discrepancies with the Contract Documents to the Architect before 
commencing any work. 

4. Positions of exposed finished mechanical or electrical devices, fittings, and fixtures are indicated on architectural 
drawings. The locations shown on the architectural drawings govern over the Mechanical and Electrical drawings. 
Those items not clearly located will be located as directed by the Architect. 

5. These drawings are not to be used for constuction unless noted below as "Issuance: For Construction" 

6. All work is to be carried out in conformance with the Code and Bylaws of the authorities having jurisdiction. 

7. The Architect of these plans and specifications gives no warranty or representation to any party about the 
constructability of the building(s) represented by them. All contractors or subcontractors must satisfy themselves 
when bidding and at all times ensure that they can properly construct the work represented by these plans. 
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